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NARA RG104, Entry 1, Box 183 


Exhibit of the Mint of the United States at Philadelphia, 

Superintendent’s Office, 

Chicago, 

October 20, 1893 

Col. O.C. Bosbyshell 
Supt. U.S. Mint Phila. 

Dear Sir 

In writing you the cost of medals I made a mistake and figured them at 12 14 cents per lb. 
The cost is 24 Vi cents so that 3000 @ 17 to the lb = 177 lb @ 24 16 = $43.36 

Plating 90.00 

$133.36 

Harry Opper is improving rapidly. 

The Doctors had to pry his mouth open with instruments and draw out his tongue with 
forceps which considerably lacerated his tongue but it is now healing nicely. 

Very Respectfully, 

N.S. Beekley 



